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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 
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Jawaharlal Nehru 
'Step Out From the Old to the New' 
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Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
"Knowledge is such a treasure which cannot be stolen" 
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IS : 6545 - 1972 




Indian Standard 

SPECIFICATION FOR 
LEG BAND FOR POULTRY 



(Reaffirmed 2000) 



1. Scope — Requirements for leg bands for poultry. 

2. Dimensions — As shown in Fig. 1. 
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SECTIONAL ELEVATION 

All dimensions in millimetres. 
FIG. 1 LEG BAND FOR POULTRY 

3. Materials — Aluminium, 0"63 mm, fully annealed. 

4. Other Requirements 

4.1 Embossing — The numbers shall be embossed in the middle of the band {see Fig. 1 ) and shall be 
easily visible from a distance. The numbering pattern and colour shall be as agreed to between the 
purchaser and the vendor. 

4.2 Holes —There shall be 4 holes at one end in the centre of the sheet to adjust according to the size 
of the leg of birds and at the other end, there shall be projections to engage two adjacent holes. The 
projections shall be flat and shall not either drawn out or cupped. The bases of the projections shall be 
free from cracks and sharp turns. The distance between the centres of the two consecutive holes shall 
be not less than 5 mm. The distance between the end of the sheet and the first hole shall be not less 
than 3 mm. 

5. Marking — The leg bands shall be clearly marked with the manufacturer's name or brand. 

5.1 ISI Certification Marking — Details available from the Indian Standards Institution, New Delhi 1 . 

6. Packing — The leg bands shall be packed in small cardboard boxes or wooden boxes or the packing 
may be done as agreed to between the purchaser and the supplier. 
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